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MEMORANDUM FCBi 


SUBJECT 


STAT 


j Briefing far Coasaand Control Coordinating Board 


Attached la a paper in three parte for your proposed 
briefing of the Command Control Coordinating Board, (ft a rta 1 a nd 
III mere completed by D?Vl personnel end Part II b 1 

“ of the DD/S.) L 

The paper contains shat so consider to be the 
basic sleaents for discussion. Vs would be most happy to assist 
you in finalising the paper In any say you dean necessary. 


STAT 

iSTAT 


V. A. TIIWKLL 

Assistant to ths DD/l (Planning) 
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20 December 1961 


MD40FANDIM FOR: Assistant Director of Basic Intelligence 
Assistant Director of Central Reference 
Acs latent Director of fational Estimates 
Assistant Director of Research and Reports 
Assistant Director of Scientific Intelligence 

SUBJECT : Power Failure in Langley 





